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Note: References are to Volume Number and Page. 
various issues are as follows: 

Pages 1-72: July 1956 

Pages 73-148: October 1956 


A 
Acetylene, Escape During Fire. Q50:277 
Adoption of Standards in Law. Q50:245 
Advertisers, Index to: Q50:72, 148, 248, 346 
Air Agitation, Fire Control. Q50:25 
Air Conditioning Equipment, Water 
Cooling Towers. 50:97 
Aircraft, Fires Caused by. Q50:323 
Aircraft Fires, Large Loss. Q50:318 
Aircraft Landing Gear Fires. Q50:115 
Aircraft Maintenance. See Metalworking 
Alarm Box, Used Effectively: Q50:316 
Alarm Delayed. 
Observers Did Not Call F. D. Q50:271 
Occupants Fought Fire. Q50:226, 227, 
272, 291, 329 
Phone Wires Burned. Q50:263, 270, 312 
Alarm System, Central Station. Q50:228, 
291, 302 
Alarm System, Local: Effective. Q50:312; 
Lacking. Q50:310 
Alcohol, Fires Caused by. Q50:277 
Aluminum Dust. See Dust 
Aluminum Plant. See Metalworking 
American Cyanamid Company. _ 176 
American Gas Association. 50: 
Ammonia. See Explosions 
Ammunition, Small Arms. Q50:139 
Apartment Fires, Large Loss: 
Newport News, Va., Jan. 23, 1956. Q50:305 
Valleyfield, Que., Dec. 30, 1956. Q50:305 
Arena Fires, Large Loss: 
Lewiston, Me., Nov. 18, 1956. Q50:320 
Armory Fire, Large Loss 
Winnipeg, Manit., Jan. 22, 1956. Q50:320 
Arson. See Incendiary 
Ashes, Fire Caused by. Q50:147 
ASTM Standard Fire Tests. Q50:196 
Attics and Roof Spaces, Undivided. 
Q50:287, 316, 317, 320 
Automatic Fire Detection. See 
tion; Alarm Systems 
Automatic Sprinklers. See Sprinklers 
Automatic Sprinklers — the Guardians 
of Lives and Property. 50:68 
Automation — Its Influence on Fire Pro- 
tection. By J.H. Hutchinson. Q50:23 


B 


Babcock, Chester I. Q50:5 

Bark Dust. See Dust 

Basement, No Access for Fire Fighting. 
Q50:284, 320 

Basements, Sprinklers for. Q50:69 

Bearings, Overheated, Cause of Fire. 
Q50:218, 236, 237, 238 

Board of Directors Meetings: June 4, 56. 
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The page numbers in the 


Pages 149-248: January 1957 
Pages 249-346: April 1957 


Q50:22; oa, 16, 56. Q50:121; Jan. 24, 
57. 50:25 
Bond, oe. Q50:27 
Bono, J. A. Q50:106 
Book Reviews: 50:70 
Brake Fires, Aircraft. Q50:115 
Brewery. See Food Products (Beverages) 
Brick and Tile Works Fires, Large Loss: 
Uhrichsville, Ohio, June 9, 1956. Q50:262 
Woodbridge, N. J., Oct. 17, 1956. Q50:263 
Brigades, Fire. Q50:159 
Brigades, Industrial: Satisfactory Perform- 
ance. Q50:223, 239, 242, 308 
British Joint Fire Research Organ. Q50:49 
British Ministry of Fuel and Power, 
Safety in Mines Research. eer 
Building Being Demolished F 
New York, N. Y., July 14, 1956. Q50:320 
Building Exits Code. Q50: 93 
Building Supplies Manufacturing. See 
oodworking Plants 
Buildings: 
Fire Testing of Components. Q50:195 
Heavy Timber. Q50:205 
Fire Resistive, Large Fire in. Q50:266 
Buildings, Outside City Lim ‘s, Fires in. 
Q50:264, 299, 300, 312 
Buildings. See also Construction 
Buildings Under Construction. 50:63 
Built Up Roofing, a of. Q50:264 
Bugbee, Percy. Q50: 


Cc 


California Department of Natural Re- 
sources. 50:29 
Canneries. See Food Products 
Carbon Dioxide Protection, Unsatisfac- 
tory Performance. Q50:271 
Carbon Tetrachloride. Q50:15 
Cartridges. Q50:139 
Casualties. See Exits and Fatalities 
Causes, Fire. See Specific Cause 
Causes, Number of Fires by. Q50:141 
Ceilings, Combustible. See Fibreboard 
Ceilings. See Walls and Ceilings 
Cellulose Acetate Film. Q50:135 
Cellulose Nitrate Film. Q50:135 
Chance Vought Aircraft. 50:159 
Chemical Plant Fires, Large Loss: 
Kitimat, B. C., May 22, 1956. Q50:263 
Marcus Hook, Pa., April 19, 1956. Q50:263 
nr. Paducah, Ky., Nov. 11, 1956. Q50:264 
Chemical Plants, Protection. Q50:23 
Chimneys, Flues, Defective. Q50:147 
Church Fires, Large Loss: 
Cambridge, Mass., Dec. 8, 1956. Q50:317 
Hartford, Conn., Dec. 31, 1956. Q50:317 
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Newton, Mass., Feb. 11, 1956. Q50:316 
Taftville, Conn., April 29, 1956. Q50:316 
Trenton, N. J., March 14, 1956. Q50:316 
Cigarettes. See Smoking and Matches 
Civil Defense, Impact of Air Attack in 
World War II. Q50:70 
Classifications of Flammable Liquids — 
Part II. By J.S. Queener. Q50:65 
Clothing, Dry Goods Stores. See Stores 
Coal Dust. See Dust 
Coal Stoves. See Heating and Cooking 
Cobb, Allen L. Q50:135 
College Fires, Large Loss: 

Morgantown, W. Va., 6/13/56. Q50:314 

Combustibles Near Heaters, Fires Caused 
by. Q50:147 

Combustion and Explosives Research, In- 
corporated. 50:29 

Conflagrations: 

Valleyfield, Que., Dec. 30, 1956. Q50:305 
Connecticut, Fire Code. Q50:111, 172 
Construction, Combustible, Factor in 

Exposure Fires. 50:12, 277, 296, 305, 
323, 327, 329 
Construction, Mill. See Buildings 
Construction. See also Buildings 
Conveyors, Opening, Fire Spread 
Through. Q50:218, 230, 231, 233, 271, 
278, 279 
Cooking. See Heating and Cooking 
Cooling Towers, Water. 50:97 
Corn Dust. See Dust 
Cotton Dust or Lint. See Dust 
Cutting Torches. See Torches 


D 


Delayed Alarms. See Alarms, Delayed 
Delayed Detection. See Detection, Delayed 
Department Stores. See Stores 
Detection, Delayed, Factor in Fire Ex- 
perience. Q50:264, 266, 267, 269, 274, 
284, 287, 288, 289, 290, 294, 295, 296, 
297, 299, 300, 301, 302, 303, 305, 307, 
310, 314, 316, 317, 320, 325, 327, 329 
Detection Systems, Complete, at Fires. 
Q50:228, 291, 302 
Dip Tanks, Substandard. Q50:271 
Disaster en Example of. Q50:17 


Doors, Fire 
Effective. " Q50: 273, 280, 295, 301 
Open During Fire. Q50:280, 284 
See also Openings 
Doors, Windows Blocked, Fire Fighting 
Handicap. 50, 303 
Dormitory Fires, Large Loss: 
Stockbridge, Mass., 3/11/56. Q50:307 
Draft Curtains. Q50: 58 
Drums, Flammable Liquid. Q50:187 
Drydock, Fires Involving. 50:277 
Drying Ovens. See Ovens 
Ducts, Heating and Ventilating, Fire 
Spread by. Q50:289, 312 
du Pont, E. I. de Nemours & Co. Q50:30 
Duke, T. Seddon. 50:68 
Dust: 
Explosions in Various Plants: Q50:216-244, 
299 
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Grain, Q50:152; 228-234, 264, 298 
Fire Spread on Structural Members. 216- 
244; 267, 278, 281 
Ignition by Friction Sparks. Q50:217, 
220, 222, 223, 224, 227, 230, 231, 233, 
234, 235, 236, 238, 239, 241, 242, 243 
Dwellings, Fires in. Q50:310 


E 


Editorials: Q50:153 

Electrical Emergency Lighting. 

Electrical Equipment for 
Locations. Q50:183, 278 


Q50:93 
Hazardous 


Electrical Equipment, Ordinary in Haz- 
Q50:221, 228, 236, 


ardous Locations. 
238, 265, 272, 274 
Electrical Equipment Warehouses. See 
Warehouses 
Electrical Fires: 
Appliances, Fires Caused ay Q50:320 
Estimates, 1955 50 
Motors, Fires Caused y 
273, 279, 286, 289 
Wiring, Fires Caused by. 
287, 298, 327 
Electric Generating Plant Fires: 
Graham Station, W. Va., July 18, 1956. 
Q50:264 
Electrical Lamps. See Light Bulbs 
Elevator Shafts. See Openings 
Emergency Lighting. 50:93 
Employee Education Essential. Q50:159 
Employee Training. See also Brigades 
Employee Training, Safe Operating Pro- 
cedures Needed. Q50:271, 274, 276 
Engineering, Consulting for Fire Pro- 
tection. Q50:130 
Engineering Lessons of 1955 a Fires. 
By Chester I. Babcock. Q50:5 
Evacuation, Delay in. Q50:291 
Evacuation, Effective. Q50:235, 286, 287, 
288, 289, 291, 308, 312, 316 
Excavation, Damage to Gas Main by. 
Q50:17, 323 
Exhaust Ducts. See Ducts 
Exhaust System, Flammable Vapor, Lack 
of. Q50:274, 276 
Exit Lights, Requirements for. 50:93 
Exits, Inadequate, Cause of Casualties. 
Q50:310, 316 
Exits, Inadequate, Threat to Life Safety. 
Q50:289 


” oso: 223, 
Q50:217, 


270, 
284, 


Explosions: 
monia. Q50:266, 320 
Coal Gas. Q50:264 
Combustible Metal. Q50:273 
Dust. See Dust 
Fatal. See Fatalities 
Fires Caused by. Q50:147, 216-244 
Flammable Liquids. Q50:4, 12, 77, 91, 
274, 276, 327, 330 
Gas. Q50: oH; 263, 264, _ 305, 323 
Natural Gasoline. Q50:17 
Suppression of. Q50:25 
Explosion Vents. See Vents 
Explosives, Loading Facilities. Q50:155 
Explosives, Transportation ef. Q50:172 
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See Construction; Tf lam- 
mable Liquids, Flowing; Passageways; 
Roofs; Rubbish; Sprinklers, Exposure; 
Walls; Windows, Ordinary Glass 

Exposure, Fires Caused by. Q50:147 

Extinguishers: 

General: Q50:15, 110 

Insufficient Capacity or Number at Fire. 
Q50:267, 270, 278, 303, 329 

Operation Methods. Q50:13 

Reclassification of. Q50:106 

Satisfactory Performance. Q50:222, 242 

Unapproved Types. Q50:15 

Wrong Kind Used. Q50:227, 

Extinguishing Systems. See 
oxide, Sprinklers 


Exposure Fires. 


272 


Carbon Di- 


F 


Factory Cigarette Receptacle. 


Fatalities: 
Explosions. Q50:77, 91, 217, 218, 
221, 225, 228, 229, 230, 231, 232, 233, 
234, 235, 237, 238, 239, 241, 242, 243, 
244, 264, 266, 274, 298, 530 
Firemen. Q50:11, 77, 300, 320, 323 
Re-entered Buildings. Q50:278 
Trapped by Fire. Q50:278, 305, 307, : 
316, 323 
Feed Dust. See Dust 
Ferromanganese Dust. See Dusl 
Fertilizer Plant Fires, Large Loss: nr. 
Pensacola, Fla., July 28, 1956. Q50:264 
Fibreboard, Combustible, Fire Spread by. 
Q50:127, 234, 267, 269, 270, 327 
Films. See Motion Pictures 
Fire Alarm Box. See Alarm Bor 
Firearms. Q50:139 
Fire Boats: Effective. Q50:277, 327 
Fire Department. See Protection, Public 
Fire Detection System. See Detection 
Fire Doors. See Doors 
Fire Extinguishers. See Extinguishers 
Fire Extinguishers Reclassified. Q50:106 
Fire Fighting Handicaps. See Basements; 
Doors; Floods; Walls; Water Supplies 
Fire Prevention Week Contest. Q50:159 
Fire Protection in 1956. Q50:156 
Fire Protection Engineering. 50:5 
Fire Research — Part III. 50:27 
Firemen Casualties. See Fatalities 
Fire Pumps. See Pumps 
Fire Record of Cities, 1956. Q50:332 
Fire Tests, Building Materials. Q50:195 
Fire Tests Fire Retardant Wood. 50:63 
Fire Walls. See Walls 
Fires and Fire Losses. 1955. Q50:141 
Flammable Liquids: 
Classification of. Q50:65 
See Explosions 
Q50:77, 147, 272, 273, 


Q50:16 


Explosions of. 

Fires Caused by. 
276, 279 

Fires Caused by Transfer. 
Q50:274, 327, 330 

Fires Involving Improper Storage. Q50: 
267, 330 

Floods Caused Tank Leakage. Q50:269 

Flowing. Q50:12 ° 


Improper 


219, 
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Handling for Safety. Q50:176 
Spills, During Fire. Q50:270, 271 
Flammable Liquids from Container to 
Process. Q50:176 
Flammable Vapor Exhaust System. See 
Exhaust System 
Flash Point, Classifications. Q50:65 
Flax Dust. See Dust 
Floods, Fire Fighting Handicap. 
Floors and Walls, Oil-soaked. 
290, 314 
Flour Dust. See Dust 
Flues. See Chimneys 
Foam Extinguishing Systems. 50:25 
Food Warehouses. See Warehouses 
Food Products (Animal Feeds) Plant 
Fires, Large Loss: 

Dallas, Texas, Nov. 24, 1956. Q50:264 
Food Products (Beverages) Plant Fires: 
Montreal, Que., May 18, 1956. Q50:266 
Food Products (Cannery) Plant Fires, 
Portland, Ore., April 29, 1956. Q50:266 

Forest Fires, Large Loss: 
Columbia and Baker Counties, Fla., Feb. 
24, 1956. Q50:323 
Malibu, Calif., Dec. 26, 1956. Q50:323 
San Bernardino, Calif., Sept. 21, 1956. 
Q50:323; Nov. 19, 1956. Q50:323 
San Diego County, Calif., Nov. 24, 1956. 
Q50:323 
Winslow, Ariz., June 15, 1956. Q50:323 
Forest Fires, Research in. 50:29, 36 
Friction Heat, Fires Caused by. 50:218, 
224, 230, 242 
Friction Sparks. See Sparks 
Frochling & Robertson, Inc. 
Furnace Room, Not Cut Off. 
316 
Furniture Factories. See Woodworking 
Furniture Stores. See Stores 
Fuses, Fire Involving. 50:330 


G 
Q50:130 


Q50:269 
Q50:278, 


Q50:32 
Q50:289, 


Gage, Frank H. 
Gas: 
Explosions. See Explosions 
Fired Furnaces and Stoves. See also Heat- 
ing and Cooking Equipment 
Fires Caused by. Q50:17, 91, 147 
Leaks During Fire. Q50:270, 273 
Gas, Liquefied Petroleum: 
Factor in Fires. Q50:18, 91 
Gasoline Pipe Line, Break in. 50:17 
Georgia Safety Fire Law. Q50:47 
General Motors Corp., Ternstedt Divi- 
sion, Cigarette Receptacle. 50:16 
Glass Windows. See Windows 
Grain Dust. See Dust 
Grain Warehouses. See Warehouses 
Grounding: Electrical. Q50:184; Electro- 
static. Q50:177 
Gunpowder. 50:139 


H 


Hangar Fires, Large Loss: 
Bunker Hill AFB, Ind., July 26, 1956. 
Q50:325 
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Dorval, Que., Mar. 19, 1956. Q50:325 
Hanrahan, Frank J. Q50:205 
Hatcher, Major General 8. Q50:139 
Heating Ducts. See Ducts 
Heating and Cooking Equipment, Fires 

Caused by. Q50:147 

Heavy Timber Construction. Q50:205 
Helicopter, Fire Fighting. Q50:323 
Hose, Standpipe. See Standpipes and Hose 
Hospital Fires: 

Moncton, N. B., May 14, 1956. Q50:127 

Fulton, Mo., March 14, 1956. Q50:307 
Hotel Fires, Large Loss: 

Warren, Pa., April 25, 1956. 
Hutchinson, J. H. Q50:23 
Hydraulic Fluids, Fires with. 


I 


Incendiary, Suspicious Fires. 
274, 300, 312, 317, 323 

Incinerators, Faulty. Q50:289 

Industrial Fire Losses of 1956. Q50:260 

Industrial Plant, Fire Protection En- 
gineering for. Q50:130 

Industrial Plants, Publicity During 
Emergencies. 50:84 

Inert Gas System, Failure of. 50:237 

Institutional Properties. See Hospitals, 
Nursing Homes 

Interstate Commerce Commission, Reg- 
ulations on Explosives. 50:172 

Interior Finish, Combustible. See Fibre- 


board and Plywood 


J 
Q50:91 
K 
Keyser, W. Va., Sparky F.D. Q50:164 


Kirkpatrick, Maurice C. 50:58 
Koppers Company, Inc. 50:84 


L 


Lacquer Dust. See Dust 
Lamps. See Light Bulbs 
Laws, Explosives Transportation. Q50:172 
Laws, Fire. Q50:111, 172, 245 
Leather, Dust. See Dust 
Leather Working Plant Fires, Large Loss: 
Pine Grove, Pa., May 19, 1956. Q50:267 
Library Fire: 
Moncton, N. B., May 14, 1956. Q50:127 
Light Bulbs, Fires Caused by. 50:217, 
228, 238, 242, 295 
Lighting, Emergency. 
Lightning, Fires Caused by. 
264, 284, 290, 297, 301 
Lignin Dust. See Dust 
Limestone, W. Va., Sparky F.D. Q50:164 
Liquefied Petroleum Gas. See Gas 
Liquids. See Flammable Liquids 
Losses, Fire, in U. 8S. 1955. Q50:141 
LP Gas. See Gas 
Lumber, Glued Laminated. Q50:205 
Lumber Yard Fires, Large Loss: 
Glen Rock, N. J., June 18, 1956. Q50: 
Los Angeles, Calif., Nov. 3, 1956. Q50 


Q50:310 
Q50:115 


Q50:147, 


Jones, Clark F. 


See Electrical 
Q50:147, 


27 
27 


3 
3. 
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M 


Magnesium, Fires Involving. Q50:115, 302 
Manufacturing (Multiple Occu nth 
Seattle, Wash., Oct. 30, 1956. "030:27 
Massachusetts Institute of i 
50:3 
Matches. See Smoking 
Metalworking (Aircraft Maintenance): 
Andrews AFB, Feb. 23, 1956. Q50:267 
Metalworking oe Fabricating) 
Fires, Large Lo: 
New York, N. Y.., Tety 16, 1956. Q50:267 
Metalworking (Electrical Appliances, 
Equipment) Fires, Large Loss: 
Columbus, Ind., March 3, 1956. Q50:269 
nr. Garland, Tex., April 1, 1956. Q50:270 
Metalworking (Foundry) Fire. 
Cleveland, Ohio, April 5, 1956, Q50:270 
Metalworking (Furniture) Fire. 
Muncie, Ind., Feb. 3, 1956. Q50:271 
Metalworking (Machinery Recondition- 
ing); Fires, Large Loss: 
Grantham, Pa., April 28, 1956. Q50:271 
Metalworking (Stamping) Fire: 
Spencerville, Ohio, Oct. 14, 1956. Q50:272 
Metalworking (Steel Fabrication) Fires. 
Baltimore, Md., Jan. 7, 1956. Q50:272 
nr. Mitchell, Ind., March 12, 1956. Q50: 
273 
Metalworking (Titanium Casting) Fire. 
Niles, Ohio, March 6, 1956. Q50:273 
Metalworking (Zinc Refining): 
nr. Premier, B. C., Nov. 20, 1956. Q50:27 
Michigan Forest Fire Station. 50:36 
Monitors, Roof. Q50:58, 212 
Montgomery, Edward N. Q50:13 .. 
Motion Picture Film. Q50:135 — 
Motors, Electrical. See Electrical Fires 
Moulton, Robert S. Q50:93, 245 


N 


Najarian, Leo K. Q50:17 

National Board of Fire Underwriters. 
Q50:36 

National Electrical Code. 50:93, 246 

NFPA Board. See Board of Directors 

NFPA Memberships. 50:154 

NFPA Sponsors Committee. 50:153 

Nicotinic Acid Dust. See Dust 

Nursing Home, Fires in. 50:252 


oO 


Oat Bran Dust. See Dust 
Occupancies, Classification 
guishers. Q50:108 
Occupancies, Estimates of 1955 Fire Ex- 

perience by. Q50:142 
Occupants, Fire Fight. See Alarm Delayed 
Oil-soaked Floors, Walls. See Floors 
Oil Refinery. See Refineries, Petroleum 
Oil Stoves. See Heating and Cooking 
Oily Rags. See Spontaneous Ignition 
Open Lights, Flames, Sparks, 
Caused by. Q50:147 
Openings, Horizontal, Vertical, Unpro- 
tected. Q50:11, 263, 267, 271, 280. 284, 
291, 301, 310, 312, 314, 316, 317, 321 


for Extin- 


Fires 
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Openings. See also Doors, Fire 
Ovens, Drying, Involved in Fires. Q50:279 


re 


Packing Materials. Q50:299, 312 
Paint, Fire-Resistive. Q50:202 
Paint Spraying, Fires Originating 
Booths. Q50:274, 278, 279 
Paper Dust. See Dust 
Paper Warehouses. See Warehouses 
Passageways Between Buildings, 
Spread. Q50:12 
Peanut Hull Dust. 
Phthalic Anhydride Dust. See Dust 
Philadelphia Fire Code. Q50:246 
Pier Fires, Large Loss: 
nr. neers, Tex., Jan. 10, 1956. Q50:277 
Liver RNG tis July 1, 1956. Q50:329 
New York, N. Y., Dec. 3, 1956. Q50:330 
Portland, Ore., Sept. 5, 1956. Q50:329 
San Francisco, Calif., June 28, 1956. 
Q50:329 
Pipes, Thawing, Fires Caused by. 50:147 
Plant Design, Fire Prevention. 50:23 
Plastic Dust. See Dust 
Plastics Fabricating, Fires, Large Loss: 
Milwaukee, Wis., Feb. 17, 1956. Q50:274 
Monterey, Calif., Nov. 22, 1956. Q50:274 
Plastics, Fire Resistance of. Q50:203 
Plastics, Fires Involving. Q50:274, 286, 
301 
Plastics Manufacturing Plant Fires. 
Fitchburg, Mass., Aug. 19, 1956. Q50:276 
Schenectady, N. Y., Mar. 21, 1956. Q50:4 
(Frontispiece) Q50 :274 
Plywood, Fire Spread Influenced by. 
Q50: 272, 277 
Private tian Fire, Large Loss: 
Tarrytown, N. Y., March 6, 1956. Q50:310 
Projectors, Motion Pictures. Q50:136 
Protection, Public Fire, None. Q50:264, 
299, 300, 312 
Protection, Public Fire, Weak. Q50:299 
Public Relations, During Fires. 50:84 
Publicity During Plant Fires. 50:84 


Pumps, Fire: 
Failure During Fire. Q50:273 


in 


Fire 


See Dust 


Q 
Queener, J. S. Q50:65 


R 


Rayon Dust. See Dust 
Refineries, Petroleum, Fires, Large Loss: 
nr. Dumas, Texas, July 29, 1956. Q50:77 
Refrigerator, Fire Caused by. Q50:266, 
290, 320 


Refrigerator, for Flammable Liquids. 
Q50:190 


Research, Fire: Part 3. 50:27 
Residential Properties. See Apartments, 
Dwellings, Dormitories, Hotels, etc. 
Response, Fire Department: 
Simultaneous Fire Delayed. Q50:288 
Restaurant Fires. Q50:91 
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Restaurant, Gas Explosion: 

Monticello, Utah, Aug. 13, 1956. Q50:91 
Roof Spaces. See Altics and Roof Spaces 
Roof Venting for Fire Safety. Q50:212 
Roof Vents for Fire, Smoke. Q50:58 
Roofs, Ignition by Sparks. Q50:147, 323 
Rubber Dust. See Dust 
Rubber, Foam, Fires Involving. Q50:330 
Rubber Tires. See Tires, Aircraft 
Rubbish, Trash Fires. Q50:147, 270, 274, 

301, 329 


Ss 


Salamanders, Fires Caused by. 50:63 
Saw and Planing Mills. See Woodworking 
School Fires. See also Colleges 


Camden, S. C., June 2, 1956. Q50:312 
Nov. 30, 1956. Q50:312 
April 9, 


Nevada, Mo., 
Newtown Square, 
Q50:312 
Separators, Magnetic, Lack of. Q50:222, 
233, 235, 238, 239, 241, 242 


Q50:17 
Shafts. See Opening. 
Shaw, Capt. Carroll. Q50:111, 172 
Ship Fires, Large Loss: 
Lake Charles, La., Jan. 17, 1956. Q50:330 
Memphis, Tenn., Oct. 11, 1956. Q50:331 
Shipyard Fires, Large Loss: 
nr. Houston, Tex., Jan. 10, 1956. Q50:277 
Small Arms Ammunition. Q50:139 
Smoke, Not Reported, Alarm Delayed. 
Q50:308, 316, 317 
Smoking Receptacle. Q50:16 
Smoking and Masshes, Fires Caused by. 
Q50:101, 128, 147, 239, 286, 300, 320, 
323, 329 
Soap Dust. See Dust 
Society of Fire Protection Eng. Q50:5 
Solvents. See Flammable Liquids 
Solvents, Handling for Safety. 
Soybean Dust. See Dust 
Sparks, Friction: 

Dust, Ignition by. Q50:217, 220, 222, 223, 
224, 227, 230, 231, 233, 234, 235, 236, 
238, 239, 241, 242, 243 

Sparks, Roof Ignition by. Q50:147 

Sparks, Static. Q50:177; Q50:331 

Sparky Joins the Cumberland Valley 

Firemen. Q50:164 

Spence, Stanley F. Q50:176 

Spontaneous Ignition: Fires Caused By. 
Q50:147, 218, 264, 266, 272, 312 

Spray Finishing. 50:274, 27%, 279 

Sprinklers: 

Automatic, General. Q50:68 

Explosion Wrecked System. Q50:276 

Exposure Protection, Inside. Q50:286, 
295, 302, 327 

Exposure Protection, Outside. Q50:291 

Fire Department Connection Not Avail- 
able. Q50:279, 280 

Fire Department Connections Used Effec- 
tively. Q50:291 

Fire Department Connections Not Used in 
Fires. Q50:271, 295, 296, 302, 303 

Lack of. Q50:7, 217, 224, 225, 231, 234, 


Pa., 1956 


Sewers, Explosions in. 


Q50:176 
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235, 238, 239, 242, 263, 264, 266, 267, 
269, 270, 271, 272, 273, 274, 277, 284, 
288, 289, 290, 291, 297, 298, 
299, 300, 301, 303, 305, 307, 308, 310, 
312, 314, 316, 317, 320, 325, 327, 329 
Partial, Effective. Q50:217, 222, 223, 225, 
228, 231, 233, 236, 238, 239, 241, 242, 
243, 244 
Partial, Ineffective. 50:9, 274 
Premature Shut-off. 90:225, 296 
Satisfactory Performance. Q50:222, 223, 
228, 233, 234, 236, 238, 239, 241, 242, 
244 
Unsatisfactory Performance. Q50:4, 7, 
243, 244, 271, 278, 279, 280, 295, 296, 
297, 302, 303, 329, 330 
Use with Roof Vents. Q50:58, 212 
Stairways. See Openings - 
Standards in by Q50:111, 245 
Standpipe an ose: 
Tinasieaiery Performance. Q50:274, 329 
State Interests in Explosives Transporta- 
tion. Q50:172 
Starch Dust. See Dust 
Static Sparks. See Sparks 
Steiner, A. J. Q50:195 
Stevens, Richard E. 
Storage. See also Warehouses _ a 
Storage, Improper, Influencing Fire 
Spread. 050:289, 291, 295, 296, 298, 
300, 301, 303, 330 
Store Fires, Large Loss: 
Clothing and Dry Goods: L u 
Dayton, Ohio, April 24, 1956. Q50:284 
Department: s 
hicago, IIl., Dec. 18, 1956. Q50:286 
Cleveland, Ohio, May 12, 1956. Q50:284 
Ogdensburg, .. Nov. 28, 1956. 
Q50:286 
Rochester, Nov. 17, 1956. 
Q50:284 
Furniture: 
Dayton, Ohio, Oct. 19, 1956. 
Multiple somepeeny: 
Lower Nazafeth Twp., Pa., Aug. 28, 1956. 
Q50:290 
Maywood, Ill., June 25, 1956. Q50:289 
Patchogue, N. Y., Feb. 10, 1956. Q50:288 
Philadelphia, Pa., Dec. 28, 1956. Q50:290 
Russellville, Ala., Nov. 25, 1956. Q50:290 
Springfield, Ill., July 9, 1956. Q50:289 
otowa, N. J., June 25, 1956. Q50:289 
Winnipeg, Man., April 15, 1956. Q50:288 
Supermarket: 

. Paterson, N. J., July 23, 1956. 
Q50:291 eS 
Stoves. See Heating and Cooking Equipment 
Sugar Beet Pulp Dust. See Dust 

Sulfur Dust. See Dust 
Supermarkets. See Stores 


T 


'ank Barge. 50:327, 331 
Teck Coa, Loading Racks. Q50:177 
Tanker, Fire Involving. Q50:330 
Terminal Warehouses. See Warehouses 
Testing for Fire Safety. Q50:195 


50:97 


Minn.., 


Q50:287 
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Texas Refinery Tragedy. 50:77 

Tires, Aircraft, Fires Involving. Q50:115 

Titanium. See Metalworking (Titanium) 

Torches, Cutting and Welding, Fires 
Caused by. Q50:147, 218, 222, 238, 
239, 277, 278, 320, 325, 327, 330 

Torches. See also Pipes, Thawing of 

Towers, Water Cooling. 50:97 

Training, Employee. See Employee 

Trash. See Rubbish 

Trucks, Involved in Fires. Q50:302 

Tunnel Test. Q50:202 

U 

Underwriters’ Laboratories. Q50:195 

Uniform Building Code. Q50:247 

U. S. Dept. of the Army, Corps of Engi- 
neers. Q50:38 

U. S. Dept. of Commerce, Civil Aero- 
nautics Administration. 50:41 

U. S. Dept. of the Interior, Bureau of 
Mines. Q50:43 

U. S. National Advisory Committee for 
Aeronautics. 50:47 

United States Testing Co. Q50:49 

Uranium, Fires Involving. Q50:264 


Vv 


Ventilating Ducts. See Ducts 
Vents, Explosion: 


Lack of. Q50:236, 237, 276 


Satisfactory .Performance. (@50:221, 223, 
224, 225, 228, 233, 234, 236, 238, 241 
244 


Vents, Gas Appliance. Q50:269 

Vents, Roof, for Fire and Smoke. 
58, 212 

Vents, Tank. Q50:82 


WwW 


Wall and Ceiling Concealed Spaces, Non- 
firestopped. Q50:270, 284, 286, 287, 
288, 290, 291, 297, 316, 317, 327 

Walls: 

Blank, Fire Fighting Handicap. Q50:289, 
297 


Q50: 


Exterior, Colla Q50:264, 290, 300, 303 
Fire Division, Collapse of. Q50:265, 300 
Fire Division, Effective. Q50:273, 280, 
287, 288, 290, 294, 295, 300, 301, 303, 308 
Fire Division, Lack of. Q50:11, 263, 264, 
267, 271, 272, 273, 274, 277, 279, 298, 
301, 303, 312, 314, 316 
Fire Division, Parapet Ineffective. Q50: 
Fire Division, Parapet Lacking. Q50:289 
Fire Division, Substandard. Q50:12, 267 
Oil-soaked. See Floors 
Warehouse Fires, Large Loss: 
Coiton Storage: 
Fort Worth, Tex., Jan. 6, °56. Q50:294 
Gainesville, Tex., Oct. 8, 56. Q50:295 
Gurdon, Ark., Noy. 30, 1956. Q50:296 
Leachville, Ark., Oct. 8, 1956. Q50:294 
Electrical as Storage: 
Covington, Ky., Jan. 7, 1956. Q50:296 
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Food and Groceries Storage: 
Detroit, Mich., Oct. 21, 1956. 
Grain Storage: 
Amarillo, Texas, Nov. 20, 1956. 
nr. England, Ark., Apr. 28, ’56. 
Philadelphia, Pa., Mar. 28, ’56. 
Machinery Storage: 
Des Moines, Ia., Feb. 15, 1956. 
Miscellaneous Storage: 
Dallas, Texas, Sept., 25, 1956. 
Evansville, Ind., June 8, 1956. 
Greenville, N. C., Sept. 29, 56. Q50:300 
Multiple Occupancy Storage: 
Kearny, N. J., June 23, 1956. Q50:301 
Louisville, Ky., Mar. 31, 56. Q50:301 


Paper Storage: 
Chienee, ill, Sept. 27, 1956. Q50:301 
Scrap Metal, Paper, Rags: 
Rockford, Ill., Dec. 5, 1956. Q50:301 
Terminal Warehouses: 
Dallas, Texas, Dec. 25, 1956. Q50:302 
Textile Storage: 
Columbus, Ga., July 17, 1956. Q50:303 
Tobacco Storage: 
nr. South Carthage, Tenn., Dec. 1, 1956. 
Q50:303 
Toiletries Storage: 
Jeffersonville, Ind., Nov. 22, 1956. Q50: 
303 
Waste Containers. 


Q50:192 
Watchman: 
Substandard. Q50:263, 274, 329 
Unsatisfactory Performance. Q50:234, 271, 
300, 302, 303, 320, 327 
See also Detection, Delayed 


Q50:297 
Q50:152 
Q50:299 
Q50:298 
Q50:299 


Q50:300 
050:300 
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Water Cooling Towers. Q50:97 
Water Charges for Sprinklers. 50:68 
Water Spray Protection, Lack of. Q50:82 
Water Supplies: 
Private Supply Inadequate. Q50:242, 270, 
81, 299 


Public Supply Inadequate. Q50:234, 243, 
263, 278, 279 
Welding Torches. See Torches, Cutting 
Windows: 
Ordinary Glass, Fire Spread Through. 
Q50:12, 274, 290, 327 
Wired Glass, Effective. Q50:290 
Winslow, Ralph. ©50:84 
Windowless Buildings. See Walls Blank 
Wiring. See Electrical Fires 
Wood Dust. See Dust 
Wood, Fire Retardant. Q50:63, 202, 209 
Wood, Heavy Timber. Q50:205 
Wood Shingle Roofs. Q50:323 
Woodworking Plant Fires, Large Loss: 
Boat Factories: 
Mahone Bay, N. S., July 7, 1956. Q50: 
277 


Building Supplies Manufacturing: 
Shreveport, La., Mar. 10, ’56. Q50:278 
Furniture Factories: 
Keene, N. H., Feb. 21, 1956. Q50:279 
Winston-Salem, N. C., Feb. 14, 1956. 
Q50:278 
Saw and Planing Mills: 
Everett, Wash., Aug. 3, 1956. Q50:280 
Marquette, Mich., Jan. 12, 1956. Q50: 
279 
Woodworth, Miles E. Q50:77 
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Reeve Electrical Company, Inc 
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Rockwood Sprinkler Company 

Shand and Jurs Company 

Star Sprinkler Corporation 

Tokheim Corporation, General Products Divi- 


Vapor Recovery Systems Company 

Victualic Company of America 

Viking Corporation 

Vonnegut Hardware Company, Von Duprin 
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C. H. Wheeler Mfg. Company, Economy 
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